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NARA RG104, Entry 1, Box 125 


[Abstract:] Have shipped Dynamo, Regulator... 


No. 
292 Ave. B, New York, 
October 22, 1881 


We have this day shipped you by Penn. R.R. 


#1 -1 Box containing 1 #20 Dynamo 

2-1“ . 1 #4 Regulator 

3-1“ ss 60 Inc. Lamp 65 to 75 O. 
60 O.K. Switches 


The U.S. Electric Lighting Co. 
N.F. Browne 


US. Mint 
Philadelphia, Pa. 


